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R«scYe»r 
Labof Categoiy 

Anet M»n»ge«wni Architect (PM I) 
Entopriie AithitectffM n) 
Bniefpiiie Netw** Engineer (PM I) 
Enterprise Securily Engineer (PM It) 
Network Engineer 
Operation Manager (PM I) 
Project Manager I 
Project Manager II 
Service Dealc Aichitect (PM 1) 
Sr. Sceuiiiy Engiwer (PM D 
Sr. System Engineer 
Syttem Engineer * 

Ijpt^n Year One 
Ubor Category 

Asset Management Archttea (PM i) 
Enterprise ArtWtect (PM II) 
Entcqnise Neiwoik tnpaea (PM I) 
EntcrpriK Security Enj^neer (PM II) 
Networic Engineer 
Operation Manager (PM 0 
Project Manager I 
Project Manager II 
Service Desk Architect (PM I) 
Sr. Security Engineer (PM D 
sr. aiystem Engineer 
System Engineer 

(f^ ^ Year Two 

Labor Category 

Asset Msoagement AieMleet (PM I) 
Enterprise Architect (PM U) 
Enteiprise Network Engineer (PM I) 
Enterprise Security Engineer (PM II) 
Network Engineer 



Fully Loaded 
Est. Hours 

1,887 
l.g«7 

1.887 

1,887 

1,887 

IfiW 
3,774 
3,774 

I, 887 
5,774 

II, 322 
3,774 



Est. Hours 

1,887 

1.887 

1,887 

1^7 

1,837 

1.887 

3,774 

3.774 

1.887 

3,774 

njiz 

3,774 



Est. Hours 

1.887 

1,887 

I,«87 

1,887 

1.887 
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Operation Man»g« (PM 1) 
Project Manaterl 
Project MuHEern 
Service Desk Archhect (PM I) 
Sr. Security Engineer (PM I) 
Sr. Syttem Engineer 
System Engineer 

LtbotCitegory 

Asset Mstwgement Architect {PM I) 
Enterprise Architect (PM II) 
Enterprise Netwoik Engineer (PM 1) 
Enietpriie Security Eogiiieer (PM 11] 
NetworicEn^neer 
Openlioa Man«pr (PM 0 
Project Minager I 
Project Minsger 11 
Service Desk Architect (PM 1) 
Sr. Seeurity Engineer (PM I) 
Sr. SyMon Engineer 
System Eni^aeef 

Labor ategory 

Asset Msnogetncnt Architect (PM 1} 
EntefpriteAn;Mtect(PMII) 
Enterprise Networii Engineer (PM I) 
^ Enterprise SecuriQT Engineer (PM II) 
Network Engineer 
Opotttion Msniger (PM I) 
Project Manager t ' 
Project Manager I! 
Service Dcak A/thitcct (PM I) 
Sr. Securi^ Engineer (PM 1) 
Sr. System Engineer 
System Engineer 



1.887 

3,774 

3,774 

1,887 

3,774 

l!,322 

3.774 



Esi-Houfs 

1.887 

U87 

1,887 

1.887 

1.887 

1,887 

3.774 

3.774 

I, 887 
3,774 

II, 322 
3,774 . 



Est Hours 

1.887 

1.887 

1.887 

1,887 

1,SS7 

1,887 
. 3.774' 

3.774 

I, 887 
3,774 

II, 322 
3.774 



Note: TT»Ct»lrK«br'i*t»otewbmitledonl(W6rt)6i«iptftofthUinod^^ 
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RELEASED IN PART 
B4, B2 



United States Department of State 
Waahiagton,D.C. 20520 



REQUEST FOR QUOTE 



LABOR CATEGORIES 



Fntor prisp. Network Engin eer (PM I) 

— ^ e>^.i>iK< Cnnineor/PM 



Labqr.Catogbry 



Asset Management Archit ect (PM D 



Enterprise Architect (PM HL 



Eittiniated 
Hbursifyear 



1,887 



Enterprise Security Engineer (PM 



III 



Network Engineer 



Operation Manager (PM I) 



Project Manager I 



Pm|ect Manager il 



Service Desk Architect (PM 1) 
Sr Securit y En gineer (PM !> 



1,887 



1.687 



1.887 



1.887 



1.887 



3.774 



3.774 



Sr System Engineer 



System Engineer 



i.887 



total: 
Estiniatedi 
'Hours' . 



9,435 



Fully Lbiacled' 
Hourly Rate? 



Estimated itdtai 
ExtBndediPrice: 



9.435 



9.435 



9.435 



9.435 



9.435 



18.870 



18.870 



3.774 



11.322 



3.774 



9.435 



18.870 



56,610 



18.870 



SCOPE OF SERVICES 

1. Location of Work. SA.24, King^towne. VA and other project sites as iiecessary 
to accomplish the work. 

2. Scope of Work. The govetnment requires services and expertise to support the 
following tasks. 

A. Implement a Technical Security Systms CRS) Support Networic 

architecture fliat supports the FaciUty Security Engmeenng (FSE) Division 
tasi^ process, ^contractor needs a broad underst»«>dmg of the vision 
docwnenied by the Office of Security Technology in order to disunguish 
S^rSwhe« processes ortheir components «peat. The ^"^'^"''^f' 
^nsible for ensuring that each of FSE's security network decisions are 
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.made with its impact on the entire ST Office kept firmly "^."^^^^his wi^" 
help to minimize the chances of the organizaticm mvesbng in teclmolo^ to 
does not meet its needs. It is also the contractor's responsibihty to look for 
common business processes throughout the organization to ensure the 
services and products created are not stove-piped at either the Division or 
B^rievel enabling the solution to be usedby all of ST's Divisions and 
their stakeholders. 

B Provide project management and engineering support of the SMSe program. 

Coordinate SMSeNet activities such as commissioning and maintenance 
• with other ST and FSEelenients. The contractor needs a broad 
understanding of the management of the Security Techndogy^^^^^ 
Center (STOC). The contractor shall be responsible for the Day to Day 
operations of the STOC to monitor network/system status and mamtain 
SMSeNet and its associated systems to a high level of operational readiness. 
The contractor shall also be responsible for commissiomng new SMSeNet 
sites and related sub-components unique to SMSe. Coordmate4i^^^^^^^^ 
IRM/ENMiW, the IRM/ENM Operations Center, the DSCC/Techmcal 
Operations Group, the DS Network Monitoring Center, and others as 



required. 



C. Provide support to Certify and Accredit (C&A)[" 
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Line Item 
Summary 


1 ■ :~ 11 

SAQMPD05D11I5-M012 
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Secnnty Teehnicel OperaUonal bemees 


Page 
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No Funding Information 



Un« 

[Item No. DMCripUon 



Quantity Unit 



Unit 



Total Cost 

(InckjdM Discounts) 



No Changed Une Item Refcte 



Previous Total: 
Modification Total: 
Grand Total: 



USD 
USD 
USD 



31,100,000.00 
0.00 

31,100,000.00 



« 
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Address Detail 



Security Technical Operational Services 



umt 

SAQMPD05D1115-M012 



Sh ipping Addresses 



Cod« 



Detail 



0001 Offl: FACLLITYSECUWTY ENGINEERING DIV(DS/< 

AddR 580O BARCLAY DRIVE 
SA-24 

SPRINGFIELD, V A UNITED STATES 223 1 5 
Attn: Walt Felt 
Ptiom: 703-923-6651 



ALL LINES 

nvoice Addresses- 



Code 



□•tall 



0001 



org: FACILITY SECURITY ENGINEERING DIV (DSA 
Ad*: 58QO BARCLAY DRIVE 
SA-24 

SPRINGFIELD, VA UNITED STATES 22315 
Attn: WaltFdt 
Phone: 703-923-6651 

Fax: - 



AU LINES 



